Fig. 3a. Sapindus sapindifolia from non
polluted area.



Fig. 3b. Sapindus sapindifolia from polluted

area showing reduction in leaf size, chlorosis

and leaf burnt

Fig. 4au Psidiixm guajava from uon polluted

area.

Fig. 4b. Psidium guajava from polluted
showing leaf scorching-
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